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MODULAR BOX (NETWORK) 


It is a surface mounted box used in a commercial 
and industrial building to cleanly attach network 
cables. It is commonly used in a structured 
network. 
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Keystone wall plate 
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It is used in a commercial and industry buildings to 
cleanly attach network cables to a modular box. It 
also called as face plate. 


Housing 




RJ45 Connector (Female) 



Network keystone module 


A network keystone module is a network periph 
for mounting network jack/connector into a 
keystone wall plate. 




110 Block Terminal 


Color - coded label for T658A and T568B 
Wiring schemes 













patch cable 


TESTING MODULAR BOX 
CONFIGURATION 


t568 b 



front 


E" 

□□□□□□ 

□□□□□□ 

aaacoa 

aaacoa 

z 


1 2 3 4 5 6 

7 8 9 10 11 12 

13 14 15 16 17 18 

19 20 21 22 23 24 


L 

□□□□□□ 

□□□□□□ 

uuuuuu 


J 

z. 

25 26 27 28 29 30 

31 32 33 34 35 36 

37 38 39 40 41 42 

43 44 45 46 47 48 

Z 


back 


t568 b 



♦♦♦♦♦♦♦♦ ♦♦♦♦♦*#♦ ♦♦♦♦♦♦♦♦ 

♦♦♦♦♦*♦♦ ♦♦♦♦*♦♦♦ ♦♦♦♦♦*♦ 
♦♦*♦♦♦♦♦ ♦♦♦♦♦♦♦♦ ♦*♦*♦♦♦♦ 

******** ******** ♦♦♦*♦♦** 
♦♦**♦*♦♦ ***»*«*» ♦*♦♦♦♦♦# 

******** ******** ******** 
******** ******** 



♦**#**♦* **♦♦**♦♦ 

l_ 

♦♦♦*♦♦♦♦ ♦♦*#♦*♦* ♦♦♦♦♦*♦♦ 
♦*♦♦♦♦*♦ **♦♦♦*** ******** 

******** ******** ******** 
******** ******** *♦***♦*♦ 

******** ******** ******** 
******** ******** ******** 

2 



t568 b 


patch cable 












computer systems 


www.facebook.com/cssnc2 


servicing nc ii 

fb/itsmeismael 


0946 448 5036 


